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9005220049 Forwards response to violations noted in Insp Repts 50-275/90-02 & 50-
323/90-02 re unauthorized individuals gaining access to vital areas & failure to protect
safeguards matl.Response withheld.

SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/17. Document Control Branch (Docu-
ment Control Desk). 1p. 53879:334-53879:334.

9005230211 Advises that 891113 response to Generic Ltr 89-07, "Power Reactor Safe-
guards Contingency Planning for Surface Vehicle Bombs," satisfactory.
ROOD.H. Project Directorate V. 90/05/18. SHIFFER.J.D. Pacific Gas & Electric Co
3pp. 53907:358-53907:360.

P. Operating license stage documents & correspondence

9004260:63 Forwards response to questions on geology/seismology/ geophysics/tec-
tonics in long-term seismic program final reptProprietary data withheld (ref
10CFR2.790).W/one oversize drawing.

SHIFFER.J.D. Pacific Gas & Electric Co. 90/04/02. Document Control Branch (Docu-
ment Control Desk). 200pp. 53594:160-53595:042.

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9005010014 Forwards responses to remaining NRC 890801 & 1013 questions & com-
ments re long-term seismic program final reptResponse to Question 16 contains pro-
prietary geophysical data & withheld (ref 10CFR2.790(a)(9)).W/five oversize drawings.
SHIFFER.J.D. Pacific Gas & Electric Co. 90/04/13. Document Control Branch (Docu-
ment Control Desk). 2pp. 53635:003-53635:330.

9004270112 Forwards comments on draft Order 90-09 re monitoring & reporting pro-

FURTADO.V.C. Pacific Gas & Electric Co. 90/04/20. LEONARD W. California, State
of. 9pp. 53634:340-53634:348.

9004300176 Forwards Amends 52 & 51 to Licenses DPR-80 & DPR-82, respectively &
safety evaluation.Amends change scheduled date for removal of boron injection tank
from Unit 2.

ROOD,H. Project Directorate V. 90/04/20. SHIFFER.J. Pacific Gas & Electric Co. 3pp.
53664:264-53664:279.

-9004300183 Amends 52 & 51 to Licenses DPR-80 & DPR-82,respectively, changing
scheduled date for removal of boron injection tank from Unit 2.
BEVAN.R. Project Directorate V. 90/04/20. 10pp. 53664:267-53664:276.

-9004300185 Safety evaluation supporting Amends 52 & 51 to Licenses DPR-80 &
DPR-82,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/20. 3pp.
53664:277-53664:279.

9005010278 Ack receipt of 900313 Itr requesting exemption from 10CFR26 on behalf of
certain employees at plant.

PARTLOW.J.G.    Associate    Director   for    Projects    (Post   870411).    90/04/23.
SHIFFER.J.D. Pacific Gas & Electric Co. 1p. 53677:259-53677:274.

-9005010283 Requests exemption from requirements of 10CFR26 re fitness-for-duty
programs.final rule & statement of policy for employees at plant.
DALZELL.T. International Brotherhood of Electrical Workers. 90/03/13. CHILK.S.J.
Office of the Secretary of the Commission. 2pp. 53677:260-53677:261.

-9005010290 Ack receipt of 900313 Itr requesting exemption from requirements of
10CFR26 on behalf of certain employees at plant & advises that request for hearing
on proposed exemption premature.

CHILK.S.J. Office of the Secretary of the Commission. 90/03/30. DALZELL.T. Interna-
tional Brotherhood of Electrical Workers. 5pp. 53677:262-53677:266.

-9005010294 Requests addl info re 900313 request for exemption from requirement of
10CFR26 on behalf of certain employees at plant for consideration in review.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/23. DALZELL.T.
International Brotherhood of Electrical Workers. 4pp. 53677:267-53677:274.

9005010113 Forwards Rev 0 to Core Operating Limits Rept (COLR) COLR 2-4, "COLR
for Diablo Canyon Unit 2 Cycle 4," per Tech Spec Paragraph 6.9.1.8.a.
SHIFFER.J.D. Pacific Gas & Electric Co. 90/04/24. Document Control Branch (Docu-
ment Control Desk). 1p. 53669:160-53669:169.

-9005010129 Rev 0 to Core Operating Limits Rept (COLR) COLR 2-4, "COLR for
Diablo Canyon Unit 2 Cycle 4."

*  Pacific Gas & Electric Co. COLR 2-4 ROO. 90/04/25. 7pp. 53669:163-53669:169.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9004270281 Requests addl info re NRC review of long-term seismic program.
ROOD.H. Project Directorate V. 90/04/26. SHIFFER.J.D. Pacific Gas & Electric Co.
5pp. 53632:185-53632:189.

9005150112 Forwards Amends 53 & 52 to Licenses DPR-80 & DPR-82, respectively &
safety evaluation.Amends revise Tech Specs to allow boric acid concentration in boric
acid tank to be reduced from 12 to 4 weight percent during fourth outage.
ROOD.H. Project Directorate V. 90/04/26. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 53824:324-53824:355.

-9005150115 Amends 53 & 52 to Licenses DPR-80 & DPR-82,respectively, revising
Tech Specs to allow boric acid concentration in boric acid tank to be reduced from 12
to 4 weight percent at fourth refueling outage for each unit.
LARKINS.J.T. Project Directorate V. 90/04/26. 24pp. 53824:327-53824:350.

-9005150120 Safety evaluation supporting Amends 53 & 52 to Licenses DPR-80 &
DPR-82,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/26. 5pp.
53824:351-53824:355.

9005010164 Forwards request for addl info re soil structure interaction at plant based
on questions raised during 891102-03 soil structure interaction meeting in San
Francisco.Response requested by 900615.

ROOD.H. Project Directorate V. 90/04/27. SHIFFER.J.D. Pacific Gas & Electric Co.
6pp. 53662:255-53662:260.

9005170012 Forwards update of plant drawings.W/o ends.

WOMACK.LF. Pacific Gas & Electric Co. 90/04/27. MARTIN.J.B. Region 5, Ofc of
the Director. 2pp. 53856:006-53856:007.

9005090278 Forwards listing summarizing assessment of status of unimplemented USIs
at plant,per util 891201 Itr on Generic Ltr 89-21.

ROOD.H. Project Directorate V. 90/04/30. SHIFFER.J.D. Pacific Gas & Electric Co.
4pp. 53793:044-53793:047.

9005090237 Notification of 900508 meeting w/utii in Rockville.MD to discuss determinis-
tic comparisons for plant long-term seismic program.

ROOD.H. Project Directorate V. 90/05/03. LARKINS.J.T. Project Directorate V. 5pp.
53786:303-53786:307.

9005100234 Forwards response to NRC 900314 request for addl info re PRA. "Long-
Term Seismic Program." Util response to 900403 action items also encl.
SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/03. Document Control Branch (Docu-
ment Control Desk). 98pp. 53793:148-53793:245.

9005110196 Advises that qualified ultrasonic boric acid charging flowmeter installed in
boric acid charging line during recent third refueling outage.per Reg Guide 1.97.
SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/07. Document Control Branch (Docu-
ment Control Desk). 1p. 53812:357-53812:357.

9005170030 Provides addl info re 900125 License Amend Request 90-01. revising Tech
Spec 3.4.2.2 to allow operation w/one of three pressurizer safety valves inoperable &
disabled.Valves will be replaced or repaired during first refueling outage.
SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/11. Document Control Branch (Docu-
ment Control Desk). 2pp. 53855:359-53855:360.

9005170034 Provides results of investigation of unsatisfactory performance testing
result in fitness-for-duty program. Incorrect test results attributed to degradation of
benzoylecgonine caused by specimen exposure.Enc! withheld.
SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/11. Document Control Branch (Docu-
ment Control Desk). 3pp. 53877:208-53877:210.

9005230240 Forwards Amends 54 & 53 to Licenses DPR-80 & DPR-82, respectively &
safety evaluation.Amends revise Tech Specs to change heatup & cooldown curves &
delete surveillance withdrawal schedule.per Generic Ltr 88-11 & Reg Guide 1.99.
ROOD,H. Project Directorate V. 90/05/11. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 53892:186-53892:216.

-9005230243 Amends 54 & 53 to Licenses DPR-80 & DPR-82,respectively, revising
Tech Specs to change heatup & cooldown curves & delete surveillance withdrawal
schedule.per Generic Ltr 88-11 & Rev 2 to Reg Guide 1.99.
LARKINS.J.T. Project Directorate V. 90/05/11. 23pp. 53892:189-53892:211.

-9005230244 Safety evaluation supporting Amends 54 & 53 to Licenses DPR-80 &
DPR-82,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/11. 5pp.
53892:212-53892:216.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components," Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005220399 Advises that effective date of Amends 54 & 53 to Licenses DPR-80 &
DPR-82,respectively should be 900711 rather than 900511.

ROOD.H. Project Directorate V. 90/05/18. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 53899:194-53899:196.

9005230058 Notification of 900606 meeting w/util in Rockyille.MD to discuss seismic
design of masonry wall & util response to request for addl info.
ROOD.H. Project Directorate V. 90/05/18. LARKINS.J.T. Project Directorate V. 4pp.
53919:001-53919:004.

9005230302 Advises that response to Generic Ltr 88-11, "NRC Position on Radiation
Embrittlement of Reactor Vessel Matls & Impact on Plant Operations"
acceptable.based on mods approved via Amends 54 & 53 to Licenses DPR-80 &
DPR-82,respectively.

ROOD.H. Project Directorate V. 90/05/18. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 53892:233-53892:235.

Q. Inspection reports, IE Bulletins & correspondence

9004300160 Forwards Insp Repts 50-275/90-09 & 50-323/90-09 on 900321-23.No vio-
lations or deviations noted.

SCARANO.R.A. Region 5. Ofc of the Director. 90/04/09. SHIFFER.J.D. Pacific Gas &
Electric Co. 2pp. 53656:198-53656:208.

-9004300164 Insp Repts 50-275/90-09 & 50-323/90-09 on 900321-23.No violations or
deviations noted.Major areas inspected: occupational exposure.control of radioactive
matls & contamination.surveys & maintaining exposures ALARA.
COBLENTZ.L. CILLIS.M., WENSLAWSKI.F.A. Region 5, Ofc of the Director. 90/04/
05. 9pp. 53656:200-53656:208. Desk). 2pp. 53795:008-53795:057.
